(5)   True and correct copies of the subject citation
and termination were properly served upon the
operator in accordance with the 1977 Act.

(6)   Copies of the subject citation and termination
are authentic and may be admitted into evidence
for the purpose of establishing their issuance,
but not for the truthfulness or relevance of any
statement asserted therein.  The probative .weight
to which the citation is subject will be deter-
mined in light of all the evidence of record.

(7)   Inspector Tulanowski conducted an inspection of
the Kitt Number 1 on November 2, 1983,  The in-
spection that day began at approximately 11:45
p.m. on November 1, and continued into the early
morning of November 3, 1983.

(8)   In the course of his inspection, Mr, Tulanowski
discovered four areas as described in the sub-
ject citation along the D-ll belt where float
coal dust was present in the belt entry.

(9)   The float coal dust was present only on the floor,
and not on the roof or ribs or on the equipment

in the entry.

(10)  The float coal dust described in the citation
constituted a violation of 30 C.F.R. 75.400.

(11)  The subject mine is classified as a gassy mine,
liberating two million 400,000 cubic feet of
methane per 24 hours.

Section 304(a) of the Act, 30 U.S.C. 814(a), which also
appears in 30 C.F.R. 75.400, provides as follows;

Coal dust, including float coal dust deposited
on rock dusted surfaces, loose coal, and other com-
bustible materials, shall be cleaned up and not be
permitted to accumulate in active workings, or on
electric equipment therein.

The subject citation No. 2263047, describes the vio-
lative condition or practice as follows:

Beginning on the left side of the D-ll coal conveyor
belt, between No. 1 and No. 2 block (approximately
50 feet) from No. 3 block to No. 4 block, (approxi-
mately 60 feet) from No. 8+80 block to No, 11 + 50

740A)  Respondent, within 30 days from the date of this deci-
